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FOREWORD This standard was adopted by the Bureau of Indian Standards, after the draft finalized Footwear Sectional Committee had been approved by the Chemical Division Council. by the

Marking on boots and shoes with its size and designation is of utmost importance to the user as practice being followed well as to the persons handling with it. In line with the international world over this standard has been formulated. This standard is In line with IS0 3844 : 1977 `Shoe sizes - Method of marking' published by the International Organization for Standardization ( IS0 ), Geneva. Composition of the committee responsible for the formulation of this standard is given in Annex A.

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with IS 2 : 1960 `Rules for rounding off numerical values ( revised )`. The number of significant places retained in the rounded off value should be the same as that of the specified value in this standard.
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Indian Standard

SHOE SIZES- METHOD
1 SCOPE This standard prescribes method of marking of shoes and boots witk their sizes in Mondopoint system based on length grading only. It applies to all types of boots and shoes without any restriction. 2 REFERENCE IS 8751 (Part 1) : 1978 `Footwear sizes in Mondopoint system : Part 1 Fundamental characteristics' is a necessary adjunct to this standard. 3 TERMINOLOGY For the purpose of this standard the definitions IS 8751 (Part 1) : 1978 shall apply. 4 METHOD 4.1 Elements OF MARKING of Marking given in

OF MARKING

The characters used shall be at least 3 mm in height and, in order to avoid confusion, shall be clearly separated from other possible information (for example by a closed continuous boundary line such as a rectangle or oval, etc). Examples : 4.2 Location 260194 of Marking VI++

4.2.1 On the Shoe The size shall be marked on each of the shoes constituting a pair, on an appropriate part of the shoe where it is clearly visible and intelligible. 4.2.2 On the Package

When shoes are contained in a box or other form of package, an indication of the size of the footwear shall also be given on the package. 4.3 Form of Marking The form of the marking and the means by which it is to be applied (by punch, stamp, adhesive label, etc) are left to the manufacturer, provided that the marking remains visible on the shoe and intelligible as long as necessary.

The size marking include an indication of the length of the foot followed by an indication of the width, both dimensions being expressed in whole numbers in millimetres (without mentionofthe unit) and seperated from one another by a dash or an oblique line.
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ANNEXA
(Foreword)
COMMITTEE Footwear Sectional
Chairman SHRI S. K. BFLADRA Members SHRtKRCWANU CHATIEIUEE (Akrrrote t0 Shri S. K. Bhadra) SHRIJANEALAM SHRIM. P. BAJPAI SHRIK. K. HAJEIA(Altemate) SI~RI A. BANDYOPADH~AY SHRIB. B. DAS (Aliermfe) SIfRrP. L. BANER~EE SHRIS. BANER~EE (Alremnte) SHRIS. BANERIEE SIfRIK. S. RAMA RAO (Alternate) SI~RI R. S. BALAWBRAMANIAN SHRIA. K. BASU (Alterrwte) SHRIJ. BASAK SIfRIJ. CWXRABoRll SHRISIfIs KUMAR(Altenmre) SHRIB. N. DAS SHRIB. D~TTA SHRID. DASS (Alrernate) SHRIS. GWA SHRIS. R. SAHA(Akmm~e) SHRIADRAW GUPTA SHRIGAUTAMGUPTA SIIRIG. C. KANAUJI~A (Altemafe) SHRIR.S. GHOSH SIfRID. RAN (Alfmnfe) SHRIJ.N. JOHARI SlfRI A. K. RUDRA(Akr~te) SHRIC. KOT~TWAR~O ' SURIV. M. AsHDIfIR (Altemate) SHRIV. MEHROTRA SHRIR. SUBRAMANIUM (Alternate) SHRISu6HxjIf MEI~TA SHRIM. N. MATHUR (Alternate) SHRIU. S. PAUL DR R. PANDA SHRIG. S. LAIufov.4 (Altenrale) Sm C. S. V. RA~~ANA SHRIG. GOPALAKRISHNA (A Iternate) SHRIV. L. SHAMVEEL ArfMEo SIfRl D. K. SETH SIfRIN. N DEBNATH (Alfernnfe) SHRIS. S. SHUK~A SHRIA. P. AGGARWAL (Almzate) SIfRIM. P. VIS~IWANATHAN REPRESENTAWE DR R. K. SINGH

COMPOSITION Comntitee, CHD 019
Representing

Bata India Limited, Calcutta

Council for leather Exports, Kanpur Tannery & Footwear Corporation of India Ltd, Kanpur Ministry of Defence (R & D), Kanpur Glace Kid India Pvt Ltd, Calcutta Madura Coats Limited, Madurai Export Inspection Agency, Madras Bihar Rubber Company, Ranchi Standing Committee for Safety in Steel Industry, Durgapur Central Leather Research Institute, Madras Bengal Water Proof Ltd, Calcutta Indian Leather Technologists Association, Calcutta

Liberty Footwear, Karnal Ministry of Defence (DGQA), New Delhi Directorate General of Technical Development, Directorate General of Mines Safety, Dhanbad Ltd, Agra New Delhi

Bharat Leather Corporation Tata Export Ltd; Dewas

Sports Equipment Pvt Ltd, New Delhi Footform, Calcutta National Engineering

Industries Ltd, Calcutta

Leather Industries Development Corporation of Andhra Pradesh Ltd, Hyderabad Farida Shoe. Co, Madras Office of the Development Commissioner (SSI), New Delhi Steel Authority of India Ltd, Ranchi Corona Shoe Co, Bombay Indian Rubber Institute, Calcutta Director General, BIS (Ex-oficio

Member)

Director (Chem)
Member Secretary SHRIP. MUKHOPADH~AY Joint Director (Chem), BIS
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IS 13800: 1993 Measurement,
Cortvener
SHRIB. N. DAS Members SHRI R. S. BALXWBRAMANL~N SHRIA. K. BASU (Alternate)

Sampling

& Methods of Test for Footwear Subcommittee,
Representing

CHD 019:Ol

Central Leather Research Institute, Madras Export Inspection Agency, Madras Bata India Limited, Calcutta Directorate General of Supplies & Disposals, Bengal Water-Proof Ltd, Calcutta New Delhi

SHR~KR~SHANU CHATI`ERJEB SHRI G. M~TRA(Alternate) SHRIB. D. DUBEY
SHRISUBDER L,AL(Alternate) SHRI B. DWITA SHRID. DAS (Alternate) SHRIADRA~HGUPTA SARIGAL~AM GUPTA SHRIG. C. KANAUJNA (Alternate) SHRI C. KOTFSWARA RAO SHRIM. SARAVANAN (Altermte) SHRI J. KRISHNAMURTHY SHIRPREM KUMAR(Alternote) SHRISUBHAS MEHTA SHRIM. N. MATH~JR (Alfenrnte) SHRI V. MEHROTRA SHRIR. SUBRAMANIAM (Alternate) DR R. PANDA SHRIG. S. J.AKHO'IYA (Alternate) SHRIU. S. PAUL. SHRIM. RAFIEQUE AHMED SHRIC. A. KARIM(Alternnte) SHRI D. K. TULL.Y SHRIM. ANANTH(Alternate) SARI M. P. VISHWANATHAN

Liberty Footwear, Karnal Ministry of Defence (DGQA), New Delhi Bharat Leather Corporation Florind Shoes Ltd, Madras Sports Equipment (P) Ltd, New Delhi Tata Exports Limited, Dcwas National Engineering Footform, Calcutta Farida Shoe Company, Industries Ltd, Calcutta Ltd, Agra

Madras

PSI Sales Pvt Ltd, New Delhi Corona Shoe Co, Bombay
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Standard Mark of the Standard Mark is governed by the provisions of the Bureau of Indian 1986 and the Rules and Regulations made thereunder. The Standard Mark on products covered by an Indian Standard conveys the assurance that they have been produced to comply with the requirements of that standard under a well defined system of inspection, testing and quality control which is devised and supervised by BIS and operated by the producer. Standard marked products are also continuously checked by BIS for conformity to that standard as a further safeguard. Details of conditions under which a licence for the use of the Standard Mark may be granted to manufacturers or producers may be obtained from the Bureau of Indian Standards.
Standards Act.

The

use

`,

Bureau of Indian

Standards

:1 of Indian Standards Act, 1986 to promote marking and quality certification of goods

BIS is a statutory institution established under the Bureau harmonious development of tha activities of standardization, and attending to connected matters in thecountry. Copyright

No part of these publications may be reproduced in BIS has the copyright of all its publications. the free use, in the any form without the prior permission in writing of BIS. This does not preclude of necessary details, such as symbols and sizes, type or grade ,course of implementing the standard, Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. designations. Review of Indian Standards

Amendments are issued to standards as the need arises on the basis of commetits. Standards are also reviewed periodically; a standard along with amendments is ieaffirmed when such review in$cates that no changes are needed; if the review indicates that changes are needed, it is taken up for revlslon. Users of Indian Standards should ascertain that they are in possession of the latest amendnients' or editidn by referring to.the latest issue of `BIS Handbook' and `Standards Monthly Additions'. Comments on this J Indian Standafd may be sent to BIS giving the following reference: Dot : No CHD 019 ( 0504 )
Amendments
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Amend

Nb.
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